CRT 
ADAPTER MODEL CR-3 


ASSEMBLY WITH WIRES — 527 -045-9-001 WIRING SCHEME 


CRT 
SOCKET WIRE 
PIN COLOR 


YEL/RED 
RED 
WHT/RED 
WHT/GRN 
YEL/GRN 
GRN 


NYLON RECEPTACLE 
779 -004- 9- 00۱ | keyway 


PINS (SPECIFY QTY) 
765 -006-9-00I WHT 


keyway 
3e 6e 9e ¡20 
YEL/BLU 
2e 5e 8e ile 
۱۵ 4e 7e »ور‎ BEY 


WHT/BLU 


FITS CRT DIMENSIONS: 


= pin circle diameter = 20.32 mm/0.800" nom. 
= angular pin spacing = 25-0 N N 
= post diameter = 11.5 mm/0.455" max. 
= keyway width = 3.4 mm/0.135" max. تلواح وجح عدا‎ 
= keyway depth = 1.77 mm/0.070" max. BK ۳ ۳9 طوس‎ 
keyway width = 1.83 mm/0.072" max. ag er ات‎ an 
: . tlan t t 
1= outer keyway radius = 26.24 mm/1.033" min. EN Iliois 60635. 


Telephone: (312) 889-1448 


481-167-9-003B 


CR-3 
Used with B & K-Precision Models: 467, 470 


HEATER TUBE HEATER TUBE HEATER 
TYPE VOLTAGE TYPE VOLTAGE TYPE VOLTAGE 


12DCP22 6.3 22XP22 6.3 470BEB22 6.3 
12VATP22 6.3 23BALP22 6.3 470NB22 6.3 

13GP22 6.3 23YBFP22 6.3 490 AEB22 6.3 
13VAEP22 6.3 25ADP22 6.3 490YB22 6.3 
14BEP22 6.3 25VAMP22 6.3 510 AFB22 6.3 
14VAQP22 6.3 25ZP22 6.3 510VCB22 6.3 
15ABP22 6.3 26AP22 6.3 550 EB22 6.3 

15XP22 6.3 250M B22 6.3 990GB22 6.3 
16CBP22 6.3 270EB22 6.3 560BAB22 6.3 
16VBHP22 6.3 310FGB22 6.3 560RB22 6.3 
17ETP22 6.3 320W B22 6.3 670CRB22 6.3 
17VAW P22 6.3 350CB22 6.3 670DHB22 6.3 
18VABP22 6.3 370AB22 6.3 670WB22 6.3 
19CHP22 6.3 370ZB22 6.3 1829P22 6.3 
19VLAP22 6.3 400ACB22 6.3 1841 P22 6.3 
20VACP22 6.3 400MB22 6.3 1906P22 6.3 
20VAUP22 6.3 420AJB22 6.3 A38-11X 6.3 
21GFP22 6.3 420W B22 6.3 A49-200X 6.3 

21¥ P22 6.3 440 AKB22 6.3 A55-141X 6.3 
22ACP22 6.3 440BLB22 6.3 A67-250X 6.3 


Due to the number of CRT's that this adapter will fit, this is only a 
partial listing. For a complete listing, use the chart mailing service 
referred to below. 


In order to keep your set-up chart up-to-date, it is reeommended that 
you subscribe to the B & K-Precision chart mailing service. These mailings 
will occur in May and November of each year and will include all the tubes 
presently listed on your chart plus all new types of CRT's that have come 
out since the last mailing. 


If you wish to take advantage of this service, contact: 


B & K-PRECISION, Factory Service Department 
Maxtec International Corporation 
6470 West Cortland Street 
Chicago, Nlinois 60635 
Telephone: (312) 889-1448 


For information on ordering a subscription. 
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6470 West Cortland Street 
Chicago, Illinois 60635 
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